March  5 

STORE  LIGHTING  APPLICATIONS 
Functions— requirements—sy  stems— sources— colour- 
show  windows. 

Lectuber: 

R.  C.  Allison, 

T.  Eaton  Company  Ltd. 


March  12 

OFFICE  AND  SCHOOL  APPLICATIONS 


Quantity  and  quality  requirements— selection  of 
equipment  and  recommendation. 


Lectubers: 


G.  F.  Dean,  fi'.A.Sc., 

Toronto  Hydro  Electric  Sytem 
and 

J.  M.  Chorlton, 

Toronto  Board  of  Education. 


March  19 
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UNIVERSITY  OF  TORONTO 
UNIVERSITY  EXTENSION 


EXTERIOR  LIGHTING  APPLICATIONS 
Sim  Lighting— building  exteriors— protective  lighting 
—decorative  and  sports  lighting. 

Lecturer: 

£.  I.  Machtinger, 

Crouse  Hinds  Company  of  Canada  Ltd. 

March  26 

LIGHTING  ECONOMICS 

Economic  factors  affecting  lighting  design. 

Lecturer: 

W.  A.  Dalrymple, 

Amalgamated  Electric  Corp.  Ltd. 


Course  in 

LIGHTING 

FUNDAMENTALS 


offered  in  co*operelien  with  the 
Toronto  Section, 

ILLUMINATING  ENGINEERING  SOCIETY 


LIGHTING  FUNDAMENTALS 


WEDNESDAYS  10  LECTURES 

Offered  in  co-operation  with  the  Toronto  Section  of 
the  Illuminating  Engineering  Society,  tliis  course  is 
designed  to  provide  a broad  background  in  lighting 
fundamentals  and  a base  for  further  studies  in  specialized 
applications. 

The  course  should  be  of  interest  to  electrical  contractors 
and  maintenance  men,  consulting  engineers,  architects 
and  draftsmen  and  personnel  from  electrical  wholesalers 
and  manufacturing  companies. 

Because  of  the  emphasis  placed  on  open  discussion, 
enrolment  is  limited  to  100. 

Course  Director 

Professor  V.  L.  Henderson,  BA.Sc.,  A.M., 

Department  of  Applied  Physics, 

University  of  Toronto. 

Committee  Members 

W.  A.  Dalrymple, 

Amalgamated  Electiic  Corp.  Ltd. 

N.  W.  Bethune, 

C.  & M.  Products  Ltd. 

F.  N.  Dickson, 

Amalgamated  Electric  Corp.  Ltd. 


Peace:  Room  102,  Mechanical  Bldg. 

Time:  7.30  p.m.,  commencing  January  22nd. 

Fee:  $15.00. 

REGISTRATION: 

By  mail  or  in  person  at  Room  108,  65  St.  George  Street, 
9 a.m.  to  5 p.m.  daily  except  Saturdays.  Application  forms 
and  course  literature  may  be  obtained  by  writing  The 
Director,  University  Extension,  65  St.  George  Street,  or 
by  telephoning  WAlnut  3-6611,  Locals  301,  304,  307, 


PROGRAMME 
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January  22 

LIGHT  AND  SIGHT 

The  theory  of  light— how  we  see— energy  consumed 
in  seeing— the  ^ect  on  human  welfare— lighting 
requirements  for  good  seeing. 

Lecturer: 

Professor  V.  L.  Henderson,  B.A.Sc.,  A.M., 
Department  of  Applied  Physics, 

University  of  Toronto. 

January  29 

FUNDAMENTALS  OF  ILLUMINATION 
Lighting  terms-Iaws  of  illumination-light  and 
illumination  measurements. 

Lecturer: 

Professor  V.  L.  Henderson,  B.A.Sc.,  A.M., 
Department  of  Applied  Physics, 

University  of  Toronto. 

February  5 

LIGHT  SOURCES  I 

Incandescent,  mercury  and  sodium  lamps-their 
characteristics  and  application. 

Lecturer: 

J.  W.  Bateman,  B.A.Sc., 

Canadian  General  Electric  Co.  Ltd. 

February  12 

LIGHT  SOURCES  II 

Operating  principles  of  hot  and  cold  cathode  lamps- 
types  and  performance  characteristics  of  fluorescent 
lamps. 

Lecturer: 

W.  J.  McCormick,  B.A.Sc., 

Sylvania  Electiic  Canada  Ltd. 

February  19 

ILLUMINATION  DESIGN 
Control  of  light— lighting  systems  and  layouts-lumen 
and  point  by  point  methods  of  calculating  lighting 
—typical  problems. 

Lecturer: 

N.  W.  Bethune,  B.A.Sc., 

C.  & M.  Products  Ltd. 

February  26 

INDUSTRIAL  APPLICATIONS 

Factors  of  good  lighting— illumination  requirements— 

choice  of  equipment— special  applications. 

Lecturer: 

K.  Tate, 

J.  A.  Wilson  Lighting  and  Display  Ltd. 


